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Module 5-1

Lesson Topic 5-1-2

54,  (Continued)

Refer to the Power Distribution Diagram.
List the signal/voltage or other informa-
tion shown on the lines between the
designated cable and pin connector.
CABLE

a.  W19

b.  W10

PIN
CONNECTORS

E of P1-P2
L of P1-P2

SIGNAL/
VOLTAGE

a. 115 vac
60 Hz Lo.

b. +300 vdc.

55.  Refer to tne Power Distribution'Diagram/
Device 15A21.

List the input voltages applied through
W17 to the low voltage power supply (PS2)
from the Radar Set Cont ->1, Unit A7, during
system operation.

dentified as Pi,
